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INTRODUCTION 


In the course of several investigations on the mineral nutrition of rice 
(Oryza sativa) it became necessary to know whether the plant could 
absorb an optimum amount of the mineral element which was supplied 
to only part of the roots if all the other essential elements were supplied 
to all the roots. At first thought it would seem the plant could absorb 
sufficient of the element supplied to only part of its roots if sufficient 
selection could be exercised in the absorption of the different nutrients 
by individual roots. So far as known, no quantitative study has been 
made of this point; hence, the tests reported below were conducted. 

The selective absorption of mineral elements was early established by 
Saussure,! Gorup-Besanez,' and W. Wolf (12).2_ E. Wolff (13) showed that 
the selective absorption could be altered by changing the proportion of 
salts in the nutrient solution. Some recent studies on antagonism have 
also demonstrated that absorption or penetration of ions in plant roots 
is affected by the relative concentrations of ions in the solution. Most 
of such studies, however, have been made on unbalanced solutions of one 
or two salts only, and the object has been to ascertain the influence of 
different proportions of salts on root growth aside from nutritive effects. 
The results show that a nutrient solution, to be a proper medium for root 
growth, must contain the salts in certain proportions. These propor- 
tions may be varied considerably, especially in low concentrations of a 
variety of salts, without appreciably affecting growth (3, 11). 

The present work does not deal with the effect of the medium on 
selective absorption by roots, but with the effect of localization of the 
supply. The results emphasize to what a great extent selective absorp- 
tion may be altered by limiting the supply of an element to a few roots, 
without changing the medium. Some work done previously is similar to 
this investigation, in that plants were grown with their roots divided 
between two unlike media. Quantitative data, however, were not 
secured on the point which is the subject of this work. 








1 Cited by Heiden (6, p. 280-286). * Reference is made by number to “ Literature cited,” p. 94-95. 
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Frank (2, p. 153) grew corn and peas with roots divided between two 
compartments, one of which contained calcium nitrate and the other of 
which did not. The only result reported was that roots in the compart- 
ment with nitrate made a much more luxuriant development of side roots. 
He describes the experiment as being similar to one of Miiller-Thurgau’s. 
Nobbe (9), growing corn in pots with fertilizer applied to different parts 
of the soil, also observed that the development of lateral roots was much 
greater in those zones where fertilizers had been applied. 

Faack (1) grew wheat with part of the roots in a solution lacking one 
element and a few roots in a solution containing the single salt not present 
inthe main solution. He found that the plant would grow without marked 
disturbance under these conditions if the proper salt and proper concen- 
tration were used in the single salt solution. As only two plants per 
lot were used, his data do not show the extent to which growth and 
absorption were affected. 


METHOD OF EXPERIMENTS 


The experiments were carried out in water cultures, as it is obviously 
difficult to maintain a good separation of roots and localize the distribu- 
tion of salts in sand cultures. Erlenmeyer flasks of ‘‘Nonsol” or Jena 
glass joined together at the necks were used as receptacles. The plants 
were grown with their roots divided between the two flasks, one of which 
contained a complete nutrient solution and the other a nutrient solution 
lacking one element. 

Rice seedlings were germinated over distilled water for Experiments I, 
III, and IV, but in tap water for subsequent experiments, as root devel- 
opment was better in tap water and there was no need of excluding all 
mineral salts before starting the experiment. Corn (Zea mays) was 
germinated in sphagnum moss. One corn seedling or two rice seedlings 
were grown in each double flask. 

The compositions of the nutrient solutions used are shown in Table I. 


TABLE I.—Composition of nutrient solutions used 








; Phos- Potas- 
Complete | Complete | Nitrogen- A 
Solution. acid neutral free — stum- 


. : . ee free 
solution. | solution. | solution. solution, | sclstion. 





Potassium nitrate (KNO,) 
Monopotassium phosphate (KH,PQ,).... 
Dipotassium phosphate (NEELPS, 
Monosodium phosphate (NaH,PQ,)..... 
Sodium nitrate (NaNO,) 
Sodium sulphate age’ 10H,0) 
Calcium chlorid (CaCl,"6H,O) 
Magnesium chlorid (MgCl,°6H,0)....... 
Potassium sulphate (K,SO,)........... 
Calcium nitrate (Ca(NO;)2°4H,O)...... 
Iron (Fe) 

Sulphuric acid (H,SO,) 

Distilled water 
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The form in which the iron was added varied in some experiments, 
although it was used at the rate of 0.8 gm. of iron per 100,000 c. c. in all 
experiments except IX. The iron-free solution was the same as the com- 
plete solution, except for the absence of iron. Water used in the nutrient 
solutions was distilled from a cast-iron still with tin condenser and stored 
in a tin-lined copper tank. 

The solutions were generally changed every four days, except that, when 
the plants were first inserted, they were left for six days. Sometimes 
when growth was especially rapid, as with corn, the solutions were re- 
newed more frequently. Transpired water was made up with distilled 
water every day. In all the experiments rice was grown for 40 days and 
corn for 21 days. 

In analyzing the plants the usual analytical methods were used, except 
that iron was determined by the colorimetric method with sulphocyanic 
acid (HSCN) (10). 

EXPERIMENTAL RESULTS 
EXPERIMENT I.—RICE WITH HALF THE ROOTS IN A NITROGEN-FREE 
SOLUTION 


In this test the complete neutral and nitrogen-free solutions shown in 
Table I were used, with ferrous sulphate as the source of iron. In one 
lot half the roots were maintained in the complete and half in the 
nitrogen-free solution. In other lots all the roots were kept either in 
the complete solution or in the nitrogen-free solution. The plants without 
nitrogen were grown in 200-c. c. flasks for 40 days; all others in 200-c. c. 
flasks for 22 days, and in 500-c. c. flasks for 18 days. Six double flasks 
were taken asa unit and the units triplicated for each treatment. Solu- 
tions were changed seven times in the course of the experiment. 
Experimental data are given in Tables II and III. 


TaBLe II.—Growth of rice in Experiment I 





| 
ere , Weight of stalks | Number of |4V¥¢tageoven- 
Nutrient solution. end leaves. r00te. dry weight 


of roots. 








| 
A- 








Gm. 
Nitrogen-free ; . > fo 119 
8 


Complete . 2.27% 


2. 198 
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TaBLE III.—Nitrogen and phosphoric acid absorbed by rice in Experiment I 





Nitrogen (N) in dry ee, psn 
roots. $. Tog! ) 
Niyoren | (N) ab- | acid 
sorbed per 
sorbed by gram of 





A-flasks. | B-flasks. 





Per cent. | Per cent. | Per cent. 

1-18 I. 32 0. 97 0. 97 
19-36 3. 90 1. 47 3. 12 
49-54 4. 40 2. 41 2. 41 





























If the plants with all their roots in the complete solution are con- 
sidered as normal in growth and nitrogen content, it is evident that the 
plants partially supplied with nitrogen made slightly less than normal 
growth, had 23 per cent greater ratio of roots to tops,’ and absorbed 0.77 
of the normal amount of nitrogen. The influence of the need of the 
plant on the selective absorption of nitrogen is shown by the amount of 
nitrogen absorbed per gram of roots, the partial-nitrogen plants having 
absorbed 1.45 times as much nitrogen as the normal plants. 


EXPERIMENT II.—CORN WITH HALF THE ROOTS IN NITROGEN-FREE 
SOLUTION 


It was thought desirable to repeat the preceding test with corn, so that 
the results might not be taken as being peculiar to rice alone. Because 
of the rapid growth, corn could be grown for 21 days only instead of 40, 
with the means at our disposal. 

No-nitrogen plants were grown in 200-c. c. flasks for the 21 days; all 
others in 200-c. c. flasks for 11 days, 500-c. c. flasks for 4 days, and 
1,000-c. c. flasks for 6 days. The nutrient solutions used were the same 
as in Experiment I, and were changed six times during the experiment. 
Eight flasks were taken as a unit and the units duplicated for each treat- 
ment. Experimental data are given in Tables IV and V. 


TABLE IV.—Growth of corn in Experiment II 





‘ Average oven- 
Weight of stalks Number of - 
Nutrient solution. a acc reste. | weight 





A- B- 
A-flasks. | dry. flasks. | flasks. 





P Gm. | Gm. q Gm, | Gm. 
1-1 12-4] 155 46 
9-16 as PY 2.27 37 0.80] O71 
17724 | 184.0 | 14.71 72 
*\\as-32 | xor-5 | 15.78 62 |f 5! 1.94 +226 
33740 | 270.0 | 21.92 87 
41-48 | 255.0 | 19. 26 20. 59 84 1.87 1.92 +184 



































. ! The ratio of roots to tops is taken as the weight of dry roots divided by the weight of dry stalks and 
leaves. , 
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TaBLE V.—Nitrogen and phosphoric acid absorbed by corn in Experiment II 





Nitrogen (N) in dry : Phos- 
Nitrogen roots. Nitrogen X No aa 
Flask No. |(N) in dry sorbed per| (POs) in 
lexves gram of | dry stalks 
* | A-flasks. | B-flasks. \ and 
leaves. 











Per cent. | Per cent. | Per cent. . . Per cent. 
1-16 I. 00 ©. 79 ©. 79 1. 80 

17-32 3. 66 1. 48 2.72] 0. . 1. 28 

33-48 3-57 2. 46 2.46] . . hSe 1. 26 





























The partial-nitrogen plants made noticeably less growth than the 
normal plants, had 23 per cent greater ratio of roots to tops, absorbed 
0.76 of the normal amount of nitrogen, and absorbed 1.48 times as much 
nitrogen per gram of. roots as the normal plants. These figures agree 
remarkably well with those obtained in the previous experiment with 
rice. 


EXPERIMENT III.—RICE WITH HALF THE ROOTS IN NITROGEN-FREE 
' SOLUTION 


EFFECT OF INCREASING CONCENTRATION OF NITROGEN 


A test was conducted comparing the ordinary neutral solution with 
one containing twice the amount of nitrogen, to make sure the previous 
results were not influenced by a scarcity of nitrogen and to observe the 
effect on absorption of increasing the nitrogen. 

The double-nitrogen solution was the same as the complete solution, 
except that the quantities of both potassium nitrate and sodium nitrate 
were doubled. Ferric citrate was used as the source of iron. The plants 
without nitrogen were grown in 200-c. c. flasks for 40 days; all others were 
grown in 200-c. c. flasks for 18 days, and in 500-c. c. flasks for the last 
22 days. Eight flasks were taken as a unit and the units duplicated for 
each treatment. The solutions were changed eight times during the 
experiment. Experimental data are given in Tables VI and VII. 


TABLE VI.—Growth of rice in Experiment III 





Weight of stalks Number of Average oven- 


dry weight 
and leaves. roots. ol rects. 


Nutrient solution. 








No. Av- 
Oven-| erage | A- B- A- B- 
*| dry. | oven- flasks. | flasks. 
dry. 


ate | Flask 


| 
| 
A-flasks. | B-flasks. 








| 
| Gm. | Gm, Gm. | Gm. 
” ’ 1-8] 1. ©. 45 33 \ 
Nitrogen free.....| baer ‘ saa a4 [f O24 
\J17-24 12.53 227 
Complete rie Pf 935 1. 69 
ro double |{33-40 12. 40 213 
nitrogen. 41-48 12.98 204 
49-56 15-18 237 | 
57-64 17: 45 245 
Complete double | Complete double | {65-72 19- 54 274 | 
nitrogen. nitrogen. 73-80 16. 45 267 





1. 60 
2.09 


2.25 
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TABLE VII.—Nitrogen and phosphoric acid absorbed by rice in Experiment III 





Nitrogen (N) in dry " Phospho- 
Re: {trogen roots. y eg ein a ae 
* N) in dry ab- 20s) in 

Flask No. sorbed per 
stalks and sorbed by gram of ~ — 


leaves. 





leaves. | A-flasks. | B-flasks. | 16 plants. 








Per cent. | Per cent. | Per cent. \. . Per cent. 

1-16 I. 03 0. 93 0. 93 
17-32 4:35 1. 38 2. 41 
33-48 | 4.49 I. 47 2. 60 
49-64} 4.55] 2-35] 2-35 
65-80 4. 52 2.35 2.35] - : 1. 60 





























A comparison of plants 49 to 64 with 65 to 80 shows that, when all the 
roots of the plants were in the complete solution, doubling the nitrogen 
in the solution had no effect on the ratio of roots to tops, the nitrogen 
content of the plants, nor the amount of nitrogen absorbed per gram of 
roots. The slight increase in the weight of tops for 65 to 80 and the 
consequent increase in the total amount of nitrogen absorbed is of doubt- 
ful significance, as this increase is no greater than the variation betwee 
duplicates of the same lot. 

A comparison of plants 17 to 32 with 33 to 48 shows that doubling 
the nitrogen in the solution, when the plants had only half their roots in 
the solution, had no effect on the growth of tops, but lowered the ratio 
of roots to tops, very slightly increased the total amount of nitrogen 
absorbed, and noticeably increased the amount of nitrogen absorbed 
per gram of roots. It is evident from these comparisons that, with the 
ordinary complete solution, the absolute amount of nitrogen supplied 
was sufficient for all the plants, and the previous results obtained were 
not due to a scarcity of nitrogen. 

It follows from the preceding comparisons that doubling the nitrogen 
in the solution did not enable the partial-nitrogen plants to approach 
appreciably nearer the maximum nitrogen absorption (the amount of 
nitrogen absorbed by plants with all roots in the complete solution), 
although it did enable them to absorb more nitrogen per gram of roots. 
These facts are more evident from the following calculations: Plants 17 
to 32 absorbed 0.74 as much nitrogen as 49 to 64, had 22 per cent greater 
ratio of roots to tops, and absorbed 1.45 times as much nitrogen per gram 
of roots, while plants 33 to 48 absorbed 0.77 as much nitrogen as 49 to 
64, had 13 per cent greater ratio of roots to tops, and absorbed 1.62 
times as much nitrogen per gram of roots. 


EXPERIMENT IV.—RICE WITH THREE-FOURTHS THE ROOTS IN NITROGEN- 
FREE SOLUTION 


It was important to see whether the rate at which the roots absorbed 
nitrogen could be still further increased by decreasing the number of 
roots in the complete nutrient solution. Accordingly in this experiment 
one lot of plants was grown with approximately three-fourths of its 
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roots in the nitrogen-free solution. and one-fourth in the complete 
solution. 

The nutrient solutions used were the same as those in Experiments I 
and II. The no-nitrogen plants were grown 30 days in 200-c. c. flasks; 
all others, 27 days in 200-c. c. flasks and 13 days in 500-c. c. flasks. Six 
flasks were taken as a unit and the units triplicated for each treatment. 
Solutions were changed eight times during the experiment. Experi- 
mental data are given in Tables VIII and IX. 


TABLE VIII.—Growth of rice in Experiment IV 





Weight of stalks | Number of | 4¥¢r@geoven- 


dry weight 
and leaves. roots. of roots. 


Nutrient solution. 





Av- 


" Oven-| erage 
A-flasks. B-flasks. ‘| dry. | oven- 











Gm, 

1.50 
Nitrogen-free 1.47 

1-49 
53-11 
Complete 47-15 
53-92 
85. 70 
84. 83 
85.66 


























TABLE IX.—Nitrogen and phosphoric acid absorbed by rice in Experiment IV 





Phospho- 


Nitrogen (N) in dry 
ots. ric acid 


| 
| Nitrogen 


Nitrogen | | (N) ab- 
(N) indry_—_———__— (N) ab- | oo | (P2Os) in 
stalks and sorbed by | sorbed per dry stalks 


Nitrogen 
a 


gram of end 


leaves. 


leaves. | A-flasks. B-flasks. | 12 plants. | 





Per cent. Per cent. | Per cent. . . Per cent. 

1-18 I. 33 o. 50 o. 50 
19-36 3092 1. 37 2. 38 | 0. 3642 | 0.355 
37-54 | 463 | 247] 2.47] -6666) .157 























If we assume that plants 37 to 54 were normal in growth and compo- 
sition, it appears that plants 19 to 36, with one-fourth of their roots in 
the complete solution, made about two-thirds the normal growth, had 
a 33 per cent higher ratio of roots to tops, absorbed 0.55 of the normal 
amount of nitrogen, and, per gram of roots, absorbed 2.26 times the 
normal amount of nitrogen. 

The plants with one-half their roots in the complete solution in Experi- 
ments I, II, and III absorbed, respectively, 0.77, 0.76, and 0.74 as much 
nitrogen as the normal plants, and absorbed, respectively, 1.45, 1.48, 
and 1.45 times as much nitrogen per gram of roots as the normal plants. 
A comparison of the results of Experiments I, II, and III with those of 
this experiment shows that the smaller the portion of roots supplied with 
nitrogen, the less nearly the plants reach the maximum absorption of 
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nitrogen and the greater is the amount of nitrogen absorbed per gram of 
roots. 


EXPERIMENT V.—RICE WITH ONE-HALF THE ROOTS IN A PHOSPHORUS- 
FREE SOLUTION 


The previous experiments yielded pretty definite figures for ‘the rela- 
tive amounts and rates of nitrogen absorption for plants partially and 
completely supplied with nitrogen. It was therefore of interest to see 
whether the same figures would hold for the absorption of other mineral 
elements under like conditions. In this experiment the absorption of 
phosphorus was tested. 

The complete neutral nutrient solution was used with ferric citrate as 
the source of iron. The double-phosphorus solution was the same as 
the complete, except the quantities of both dipotassium phosphate 
(K,HPO,) and monopotassium phosphate (KH,PO,) were doubled. The 
no-phosphate plants were grown in 200-c. c. flasks for 40 days; all others 
in 200-c. c. flasks for 26 days, and in 500-c. c. flasks for 14 days. Eight 
flasks were taken as a unit and the units duplicated for each treatment. 
The solutions were changed nine times during the experiment. Experi- 
mental data are given in Tables X and XI. 


TABLE X.—Growth of rice in Experiment V 





Weight of stalks Number of Average oven- 


dry weight 
and leaves. roots. Gt rents. 


Nutrient solution. 





Oven- 
‘| dry. 
dry. 








Gm. | Gm. | Gm. 
1-8] 6.03 1.96 

9-16 | 6.11 1-94 1-95 
17-24 |192. 86 | 30. 25 

Complete aeman. (tosvor |, 30-4082> 26 

oe double |f33-40 |208.37 | 30.87 . 

phosphorus. 41-48 |186. 44 | 28.19 |f79° 53 
49-56 |202. 36 | 29.95 

Complete Complete 57-64 |192. 20 | 28. 72 |?" 34 

Complete double | Complete double |f65-72 |181. 78 | 27. 33 8 

phosphorus. phosphorus. 73-80 |189. 34 | 28.85 |f?°° 


Phosphorus-free . .| Phosphorus-free. . 



































TaBLE XI.—Phosphoric acid and nitrogen absorbed by rice in Experiment V 


Phosphoric acid (P20s). 
ai Nitrogen 


} (N) in dry 

Flask No. In dry Absorbed Absorbed | stalks and 
| a by 16 per gram leaves. 

stalks, 
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Phosphorus could not be determined accurately in roots which had 
grown in complete solutions, because of an adhering precipitate of ferric 
phosphate. Hence, in calculating the amount of phosphorus absorbed 
by the plants, account could be taken only of that present in the tops; 
the absolute figures for ‘grams of phosphorus pentoxid (P,O,) absorbed 
per 16 plants” and “grams of phosphorus pentoxid (P,0,) absorbed per 
gram of roots,’’ in this and the following experiment, are thus consider- 
ably below the true values. The relative absorption for the different lots 
of plants is pretty well expressed by these figures, however, as the amount 
of phosphorus in the roots ought to be in fairly constant proportion to the 
amount in the tops, except that in plants 17 to 48 it is probably a little 
less than in 49 to 80, as plants 17 to 48 have some roots in the phosphorus- 
free solution. 

If plants 49 to 64 are regarded as normal in growth and phosphorus 
content, it is evident that the partial-phosphorus plants, 17 to 32, made 
the same growth of tops as the normal plants, had 22 per cent greater 
ratio of roots to tops, absorbed 0.76 of the normal amount of phosphorus, 
and absorbed 1.28 times as much phosphorus per gram. of roots as the 
normal plants. 

Doubling the phosphates in the solution had about the same effect on 
the plants as doubling the nitrogen in Experiment III. When all the 
roots were in the complete solution, doubling the phosphates in the solu- 
tion did not appreciably affect the growth of tops, the ratio of roots to 
tops, the amount of phosphorus absorbed, or the amount of phosphorus 
absorbed per gram of roots. In the case of plants with half their roots 
in the complete solution, doubling the phosphates in the solution had the 
effect of decreasing the ratio of roots to tops, very slightly increasing the 
amount of phosphorus absorbed, and increasing the amount of phos- 
phorus absorbed per gram of roots. ; 


EXPERIMENT VI.—RICE WITH TWO-THIRDS THE ROOTS IN PHOSPHORUS- 
FREE SOLUTION 


To observe the effect of further decreasing the number of roots in the 
complete solution, a test was conducted in which one-third of the roots 
were maintained in the complete solution and two-thirds in the phos- 
phorus-free solution. 

The complete acid solution and the phosphorus-free solution were used, 
with ferric tartrate as the source of iron. The number of flasks per unit 
was the same as in the preceding test. The no-phosphate plants were 
grown in 200-c. c. flasks for 40 days; all others, in 200-c. c. flasks for 24 
days and s500-c. c. flasks for 16 days. The solutions were changed nine 
times during the experiment. Experimental data are given in Tables 
XII and XIII. 
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TaBLE XII.—Growth of rice in Experiment VI 





Average oven- 
dry weight 
of roots. 


A : Weight of stalks Number of 
Nutrient solution. oii Seaven 





Av- 
Oven- A- B- 
‘| dry. | oven- " . | flasks. 
dry. 








Gm. | Gm. | Gm. Gm. | Gm. 
Phosphorus-free...| Phosphorus-free. . | As 3 ~4 4 Zz 1.71 = pe 0.70] 078 
Complete er os “a oh 39. 76 ed = 7-98 | 3.86 
abr. 28 | 38-2 thes. 36 { S52] 30th 6.26 | 3.08 






































TaBLE XIII.—Phosphoric acid and nitrogen absorbed by rice in Experiment VI 





Phosphoric acid (P20s). 





pen (N) 

In dry Absorbed | Absorbed |!" ry stalks 

leaves and b per gram and leaves. 
stalks. 





Per cent. 

1-16 I. 49 
17-32 . 3 ; 3. 85 
33-48 . , ‘ 3-92 























If we assume that plants 33 to 48 were normal, 17 to 32, with one-third 
their roots in the complete solution, made a normal growth, had a 20 
per cent higher ratio of roots to tops, absorbed 0.65 of the normal amount 
of phosphorus, and absorbed 1.60 times the normal amount of phosphorus 
per gram of roots. 

Decreasing the number of roots in the complete solution had about the 
same effect on phosphorus absorption that it did on nitrogen absorption— 
that is, it decreased the total amount of phosphorus absorbed and in- 
creased the phosphorus absorbed per gram of roots. The fractions of 
the normal amount of phosphorus absorbed by the plants with one-half 
and one-third their roots in the complete solution were, respectively, 0.76 
and 0.65. These figures are in good agreement with similar factors of 
0.76 and 0.55 for nitrogen absorption by plants with one-half and one- 
fourth of their roots in the complete solution. Per gram of roots, how- . 
ever, the partial-phosphorus plants increased their phosphorus absorp- 
tion less than the partial-nitrogen plants increased their nitrogen absorp- 
tion. This was due to the fact that growths made by the partial- and 
complete-phosphorus plants were about equal, while the partial-nitrogen 
plants made less growth than the complete-nitrogen plants. 

The fact that plants with only part of their roots in the complete 
solution made about the same growth as the normal plants, although 
they contained considerably less phosphoric acid, shows that the normal 
plants absorbed considerably more phosphorus than they needed. 
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It is evident that under the special conditions of these tests the absorp- 
tion of phosphorus and nitrogen obey practically the same law. 


EXPERIMENT VII.—RICE WITH ONE-HALF THE ROOTS IN POTASSIUM-FREE 
SOLUTION 


It was thought that the figures for the relative absorption of potas- 
sium by plants partially-and completely supplied with potassium might 
vary somewhat from the similar figures for nitrogen and phosphorus, 
since, as is well known, sodium can to a small extent replace or supple- 
ment a deficiency of potassium in the plant, while a deficiency of nitrogen 
or phosphorus can not be supplemented by other mineral elements. 

In this experiment the complete acid solution and the potassium-free 
solutions shown in Table I were used, while ferric tartrate was the source 
of iron. Eight flasks were taken as a unit and the units duplicated for 
each treatment. The plants were grown for 20 days in 200-c. c. flasks 
and 20 days in 500-c. c. flasks. Solutions were changed 10 times during 
the experiment. Experimental data are shown in Tables XIV and XV. 


TABLE XIV.—Growth of rice in Experiment VII 





| 


Weight of stalks Number of | AYerage oven- 


dry weight 
and leaves. roots. oh teste. 


Nutrient solution. 








Flask 
No. ae 


dry. 








, Gm. 
Potassium-free....| Potassium-free. .. < ' _ 
17-24 

25-32 40-4 

rae N42. 7 



































TABLE XV.—Potash and soda absorbed by rice in Experiment VII 





Potash (KO). Soda (NazO). 





| 





In dry roots. 


j 
; 


In dry roots. 








In dry stalks 
Absorbed by 16 
gram of roots. 
In dry stalks 
and leaves. 





. | Per cent. .| i ~ |Per cent. 

1-16 . o. 43 \ 1.66 | 1. 1.24 
17-32 -go}| 1.09 ; 4 ‘ .78 | 1. I. 39 
33-48 , 2.76 a . ; -7r|) . 88 



































Assuming that plants 33 to 48 were normal in growth and composition, 
it can be seen that the partial-potassium plants (17 to 32) had 4 per cent 
greater ratio of roots to tops, absorbed 0.66 of the normal amount of 
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potash, and absorbed 1.32 times the normal amount of potash per gram 
of roots. The plants partially supplied with potash absorbed consid- 
erably more soda than those completely supplied with potash. The 
partial-potassium plants absorbed 0.73 as much potash and soda com- 
bined as the complete-potassium plants. 


EXPERIMENT VIII.—RICE WITH THREE-FOURTHS THE ROOTS IN 
POTASSIUM-FREE SOLUTION 


As the figures for potash absorbed by the partial-potassium plants 
differed somewhat from similar figures for nitrogen and phosphorus, it 
was important to observe the potash absorption of plants with more roots 
in the potassium-free solution. 

In regard to nutrient solutions, numbers of flasks per unit, and time 
the plants were grown in the different-sized flasks, this experiment was 
the same as the preceding. Solutions were changed 11 times during the 
experiment. Experimental data are given in Tables XVI and XVII. 


TABLE XVI.—Growth of rice in Experiment VIII 





Weight of stalks | Number of | AYerage oven- 


dry weight 
and leaves. roots. of roots. 


Nutrient solution. 








A-flasks. 
dry. 
Gm : " Gm. 


Potassium-free. . . { = peat 1 ‘ } 8.98 \ 1-37 


17-24 |216. 98 . 

cree 220. 27 . 6. 38 
45: 40 |248. 06 6.87 
41-48 |249. 01 






































TaBLeE XVII.—Potash and soda absorbed by rice in Experiment VIII 








Potash (K20). Soda (Na20). 


| In dry roots. In dry roots. 
Flask No.) In dry In dry 
stalks | — 
and an 
A- B- A- B- 
leaves. | picks, | flasks. . f leaves. | gasks, | flasks. 


Present 





Per cent.| Per cent. Per cent. . . |Percent.| Per ct.| Per ct. 

1-16) 0.47} 0.33) 033 z.6a] 1.139) 1.12 
17-32; 4.15} 1.06) 1.95] 1. : -72| 1.55] 1.00] 0. 3473/0. 
33-45, §. 70, 2:96; 9.76) 4. d «35| .6s} . Gs} . rB6r.. 
































Compared with the complete-potassium plants, the partial-potassium 
plants made slightly less growth, had the same ratio of roots to tops, 
absorbed 0.61 as much potassium, and absorbed 2.34 times as much 
potassium per gram of roots. The fact that partial-potassium plants 
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absorbed, with 29 per cent of their roots, 0.61 as much potassium as the 
complete plants is in good agreement with the results for nitrogen and 
phosphorus, where, with 27 per cent and 33 per cent of the roots, the 
absorptions were, respectively, 0.55 and 0.65. 

In this and the preceding experiment the plants partially supplied with 
potassium absorbed considerably more sodium than plants completely 
supplied with potassium. 


EXPERIMENT IX.—RICE WITH ONE-HALF THE ROOTS IN AN IRON-FREE 
SOLUTION (FERROUS SUPLHATE SOURCE OF IRON) 


As nitrogen, phosphorus, and potash are similar in being used by plants 
in relatively large amount, it was important to test the absorption of a 
mineral element used by the plant in small amount. Iron was used in 
this test, as this element is present in most plants in relatively minute 
quantities and as a deficiency markedly affects growth. 

In this test approximately half the roots of the partial-iron plants were 
maintained in the iron-free solution. Both acid and neutral nutrient 
solutions were used. Ferrous sulphate was the source of iron, used so as 
to supply 0.008 gm. of iron per liter during the first 10 days of the test, 
0.004 gm. of iron per liter during the next 10 days, and 0.002 gm. of iron 
per liter during the last 20 days. Four flasks were taken as a unit and 
the units triplicated for each treatment. The no-iron plants were grown in 
200-c. c. flasks for 40 days; all others in 200-c. c. flasks for 27 days, and 
500-¢c. c. flasks for 13 days. Solutions were changed six times during the 
experiment. Experimental data are given in Tables XVIII and XIX. 


TABLE XVIII.—Growth of rice in Experiment IX 





P Average oven- 
Nutrient solution. Weight of stalksand | ‘Gry weight of 
’ Toots. 








Flask 
No. 





| 
} 


Iron-free neutral. .| Iron-free acid... . 


Complete neutral.|..... 


| 


Complete neutral | 


Iron-free neutral. .| Complete acid... 








Complete acid.... 
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TABLE XIX.—Iron and nitrogen absorbed by rice in Experiment IX 





Tron (FezOs). 





ites 

N) in dry 

In dry Absorbed 

stalks and by 8 — and 
leaves. eaves, 





Per cent. 6 . Per cent. 
I-12 ©. 0400 3. 90 
13-24 +0229 . 
25-36 - 0223 
37-48 - 0378 
49-60 . 0378 























This was one of the preliminary experiments conducted in a study of 
the assimilation of iron by rice from certain nutrient solutions (5). It 
was found that ferrous sulphate, used at this diminishing rate of 0.008, 
0.004, and 0.002 gm. of iron per liter, apparently did not furnish suffi- 
cient available iron for an optimum growth of the plants. Because of 
this insufficiency of iron it was to be expected that plants with half 
their roots in the complete solution would absorb only half as much 
iron as those with all their roots in the complete solution, the former 
having only half as much iron at their disposal as the latter. This would 
doubtless have been the case if the available iron had been a fixed quan- 
tity in the solution. Other work showed, however, that most of the 
iron was not present in true solution, that the quantity of iron available 
was probably dependent on the rate at which iron went into solution, 
and that this rate was influenced by the rate at which it was removed 
by the plant. As plants with only half their roots in the complete solu- 
tion would absorb iron more quickly than plants with all their roots, 
they might absorb more than half the quantity of iron. 

If plants 13 to 24 are compared with 25 to 36, where the iron was 
added to the neutral nutrient solution, it can be seen that the partial- 
iron plants absorbed 0.66 as much iron as the complete-iron plants and 
absorbed 1.82 times as much per gram of roots. If we compare plants 
37 to 48 with 49 to 60, where the iron was added to the acid nutrient 
solution, it can be seen that the partial-iron plants absorbed 0.72 as 
much iron as the complete-iron plants and absorbed 1.89 times as much 
iron per gram of roots.' The ratio of roots to tops varied little between 
the partial- and complete-iron plants in either the acid or the neutral 
solution. The figures for the relative amounts of iron absorbed by the 
partial- and complete-iron plants agree fairly well with similar figures 
for the other nutrients. 





1 Small amounts of iron from ferrous sulphate are more available in the acid than in the neutral solution. 

2 There is another source of doubt in this experiment aside from the insufficiency of iron referred to 
above. Both ferrous and ferric iron were doubtless present in the solutions, and the plants probably ab- 
sorbed both forms of iron. It is pointed out in another place (5) that there may be a difference in the 
efficiency of these two forms of iron in the plant. At all events, in several experiments ferrous sulphate 
was a less efficient form of iron than ferric compounds. ‘The much higher percentage of iron in the plants 
grown in the acid solution is probably due to a greater absorption of ferrous iron. 
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EXPERIMENT X.—RICE WITH HALF THE ROOTS IN AN IRON-FREE SOLU- 
TION (FERRIC TARTRATE SOURCE OF IRON) 


The results of the previous experiment were not decisive, as there 
was a strong probability that neither the complete- nor the partial-iron 
plants had a sufficiency of iron available in the solution. Previous work 
showed, however, that in the acid solution with 0.008 gm. of iron per liter 
from ferric tartrate, plenty of iron was available; in fact, rice absorbed 
a certain excess of iron from this solution. Accordingly a test was 
run, using the acid solution with ferric tartrate. 

In this test no plants were grown without iron, as the previous test 
and many others (5) showed that the growth of such plants was prac- 
tically nil. Therefore, it would not appreciably affect the figure for the. 
relative amounts of iron absorbed by partial- and complete-iron plants 
whether the quantity of iron in the no-iron plants was subtracted or 
not. The plants were grown 24 days in 200-c. c. flasks and 16 days in 
500-c. c. flasks. Seven flasks were taken as a unit and the units dupli- 
cated for each treatment. Solutions were changed 10 times during the 
experiment. The results are given in Tables XX and XXI. 


TABLE XX.—Growth of rice in Experiment X 





P Average oven- 
Nutrient solution. Wiest on dry weight 
, of roots. 





Aver- 
age B- 
oven- flasks. 
dry. 








Gm. 


Iron-free Complete. ....... th ‘ ‘ 38. 79 be 











8-14 | 277-1 
Complete. ........ | ee do clot WR sence 


22-28 | 320.8 























TABLE XXI.—Iron, nitrogen, and phosphoric acid absorbed by rice in Experiment X 





7 
Iron (Fe20s). 
Nitrogen | Phosphoric 
Ind Absorbed | stalks and |im dry stalks 
ndry Absorbed sor stalks an in dry stalks 
stalks and per gram leaves. and leaves. 
leaves. | >Y 14Plants.| ‘GF roots. 








Per cent. Gm. Gm. Per cent. Per cent. 
I-14 0. 0189 | 0.00733 | 0.00136 3. 64 I. 34 
15-28 . 0246 . OLI07 . 00096 3- 53 I. 33 


























Comparison with the complete-iron plants (15 to 28) shows that the 
partial-iron plants (1 to 14) absorbed 0.66 as much iron and 1.43 times 
as much iron per gram of roots. The ratio of roots to tops and the 
percentages of nitrogen and phosphoric acid in the dry substance varied 
little between the two lots of plants 
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SUMMARY OF EXPERIMENTAL RESULTS 


The essential results of the 10 preceding experiments are summarized 
in Table XXII. 


TaBLE XXII.—Summary of results of Experiments I to X 





Amount 

Propor-| Total | of ele- 

- e , tion of pe t] ment | Ratio 
xperi- 3 omplete nutrient | roots in} of ele- 

Pies 9 Element tested. : 


a 
of root 
solution. com- | ment | sorbed to top. 





plete a per 
solu- |sorbed.¢| gram of 
tion. roots.¢ 





Per ct. 
5° 

¢ 56 
p do 54 
Neutral, double ni- 54 
trogen. 
Neutral 27 
47 
5° 


33 
51 
Ce) 29 
Neutral, ferrous sul- 54 
phate. 
Acid, ferrous  sul- 87 gr 





phate. 
Acid, ferric tartrate. . 56 97 























@ Total amount of element absorbed, amount absorbed per gram of rocts, and root to top ratio, each taken 
as 100 for plants with all roots in complete solution. Corresponding values for plants with part of roots in 
complete solution expressed relative to 100. 

The amount of nitrogen or phosphorus absorbed by plants with half 
their roots in the complete solution was 0.76 of that absorbed by plants 
with all their roots in the complete solution, while the similar figure for 
potassium and iron was 0.66. As already pointed out, it was to be 
expected that a somewhat different figure would be obtained for potassium 
than for nitrogen and phosphorus, as a lack of potassium can be supple- 
mented to some extent by an abundance of sodium. The lower figure 
for iron may be connected with the immobility of iron in the plant (4). 

The less absorption of an element supplied to only part of the roots of 
a plant was not due to the partial plants having a smaller absolute amount 
of the element available than the complete plants. This was proved by 
the results of Experiments III and V, where doubling the quantity of 
nitrogen or phosphorus in the solution supplied to half the roots did not 
appreciably increase the amounts of nitrogen or phosphorus absorbed by 
these plants. 

It is apparent that the fewer roots in the complete solution the less 
nearly the plants reached the optimum absorption. The decrease from 
the optimum absorption was not, however, directly proportional to the 
portion of roots in the complete solution. The relation between the 
portion of roots in the complete solution and the fraction of the maximum 
amount of nitrogen absorbed is shown by the curve in figure 1. 
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The maximum amount of nitrogen, 100, is taken as that absorbed by 
plants with 100 per cent of their roots in the complete solution. As plants 
with no roots in a complete solution (the incomplete solution being 
nitrogen-free) can absorb no nitrogen, the zero point is also fixed. The 
two other points found experimentally for plants with 27 per cent and 
53 per cent of their roots * in the complete solution determine fairly well 
the form of the curve. 

From the uniformity of the preceding results it seems permissible to 
state, as a rule, that when all the roots of a plant are supplied with all 
the essential elements except one, the fewer the roots supplied with the 
one lacking element the 
less nearly the plant 
will attain a maxi- 
mum absorption of 
this element. As this 
rule has been found 
valid for nitrogen, 
phosphorus, potas- 
sium, and iron, it 
probably applies to 
all the mineral nutri- 
ents. The rule holds 
when the total quan- 
tity of the element 
supplied is equal to or 
in excess of the needs 
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supplied is insufficient Fic. 1.—Relation between portion of roots supplied with nitrogen and 
portion of maximum absorption attained. 
for the needs of the 


plant, a more equal absorption of the element by plants with part and with 
all their roots might be expected. This, however, has not been proved. 

The relative amounts of the element absorbed per gram of roots by 
plants with part and with all their roots supplied with the element 
varied considerably, according to several conditions, although this 
figure was always much higher for the plants partially supplied than 
for those completely supplied. The greater the depression of growth by 
the smaller total amount of the element absorbed by the plants partially 
supplied, the greater was the quantity of the element absorbed per gram 
of roots. When the partially supplied plants had a greater ratio of 
roots to tops than the completely supplied plants, the absorption per 
gram of roots for the partial plants did not so greatly exceed that of the 
complete plants. The smaller the portion of roots in the complete 
solution, the greater was the absorption of the element per gram of roots 
in the complete solution. 





1 The average of results from Experiments I to IV are used. 
78371°—17——2 
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It was expected that plants whose growth was restricted by having a 
portion of the roots present in the incomplete solution would show an 
increased absorption of elements present in both the incomplete and 
complete solutions. The results did not justify the expectation, except 
in the case of plants partially supplied with potassium. In Experi- 
ments I, II, III, and IV the partial-nitrogen plants contained practi- 
cally the same percentages of phosphoric acid as plants completely 
supplied with nitrogen. In Experiments V and VI the partial-phos- 
phorous plants contained about the same percentages of nitrogen as the 
complete-phosphorous plants. In Experiments VII and VIII the partial- 
potassium plants contained considerably more sodium than the complete- 
potassium plants. And in Experiments IX and X the partial-iron 
plants contained practically the same percentages of nitrogen and 
phosphoric acid as the complete-iron plants. 

It will be noted that,in all the experiments with nitrogen or phos- 
phorus, plants with part of their roots in the complete solution had a 
considerably greater ratio of roots to tops than plants with all their 
roots in the complete solution. It might be thought that this was due to 
the incomplete solution furnishing a better medium for growth, aside 
from nutritive effects, than the complete solution. A calculation of the 
average weights of individual roots in the two solutions shows this as- 
sumption to be incorrect and suggests that the increased ratio of roots 
to tops of the partial plants was due to an adaptation of the plant under 
the stimulus of a deficiency of the element. The calculations show that, 
with plants partially supplied with nitrogen or phosphorus, the average 
weight of roots in the nitrogen- or phosphorus-free solution was slightly 
less in nearly every case than the weight of roots in the complete solu- 
tion. Also the average weight of roots in the complete solution of plants 
with part of their roots in the complete solution was slightly greater 
than the weight of roots of plants with all their roots in the complete 
solution. 

In experiments where potash or iron was the lacking element the 
plants with part of their roots in the complete solution did not have 
an appreciably different ratio of roots to tops from plants with all their 
roots in the complete solution. This was probably due to the fact 
that rice does not so readily respond, by greater root growth, to a certain 
deficiency of these elements. As the plants receiving absolutely no 
potassium or iron had a markedly increased ratio of roots to tops, it is 
apparent that the difference in the response to a lack of nitrogen and 
phosphorus or potassium and iron is chiefly one of degree. 


DISCUSSION OF RESULTS 


The two chief facts brought out in the preceding cultural tests are (1) 
that the fewer roots supplied with an ion the greater is the absorption 
of the ion per gram of roots, and (2) that a plant is unable to attain a 
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maximum absorption by means of only a portion of its roots. It is not 
felt that a fully adequate explanation can be given of these facts until 
more is known of the mechanism and dynamics of absorption, translo- 
cation, and utilization of mineral elements in the plant. The following 
explanation is offered, not as an hypothesis, but more as a suggestion of 
the general way in which the results may have been brought about. 

Roughly it may be said that the absorption of a mineral element is de- 
pendent on utilization, that, as the ions are removed by formation of new 
compounds, etc., in the plant, more ions can be absorbed. Under the 
special conditions of the tests described here, absorption is primarily 
dependent on utilization, but the rate at which ions can be translocated 
from the absorbing cells to the utilizing cells also affects both utilization 
and absorption.'!. When one-half the roots of a plant are supplied with 
an ion, it may be said that the plant absorbs only three-fourths as much 
of the ion as when all the roots are supplied, because the rate of trans- 
ference from the absorbing cells to the utilizing cells is diminished by 
one-fourth. The transference of ions from the cells where they are 
absorbed to the cells where they are utilized, of course, involves a series 
of translocations. In speaking, as is done above, of the rate of trans- 
ference from absorbing to utilizing cell, the average rate of the whole 
series of translocations is understood. 

While the total amount of am ion absorbed by a plant would thus be 
partially dependent on the rate at which the whole series of transferences 
from absorbing to utilizing cells proceeded, the quantity of an ion 
absorbed per gram of roots would depend, not on the rate of the whole 
series of translocations, but on the rate of translocation from the root 
cells. It can be supposed that the fewer the roots supplied with an ion, 
the faster will the translocation of the ion from the absorbing and root 
cells proceed, but the slower will be the rate of the whole series of trans- 
locations. Thus, when a portion of the roots are supplied with an ion, 
the amount absorbed per gram of roots may be greater and the total 
absorbed may be less than when all the roots of a plant are supplied with 
anion. This is illustrated in figure 2. 

In this figure DE represents the rate of transference in the plant 
when one-fourth the roots are supplied with an ion, and AB the rate 
when all the roots are supplied. The rate of transference at O, the 
absorbing cells, are respectively DO and AO, DO being 2.26 times AQ. 

ODEC OABC 


The average rates of the whole curves are and 


OC OC” the former 





being 0.55 of the latter. 

As the conditions of the preceding experiments were ideal in the sense 
that there were sufficient. available mineral nutrients at all times, the 
results were due to the way the plant functions in absorbing mineral 
elements. The results are, therefore, to a certain extent applicable to 
soil conditions and have a direct practical bearing. 





1 Utilization and absorption are, of course, reciprocally dependent. 
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It is obviously important to apply fertilizers in such a way that, so 
far as possible, all the roots of the plants will be supplied with the fer- 
tilizing element.’ The lateral diffusion of fertilizer salts in the soil being 
small, this can best be done by distributing the fertilizer uniformly over 
the whole area occupied by the roots. Whether a field plant will, with 
a portion of its roots, absorb all the fertilizing element applied depends | 
on whether the quantity applied is sufficient for the needs of the plant 
and on various actions taking place in the soil, as leaching, fixation, 
etc. This’ work shows, however, that the optimum condition will be 
obtained by applying the fertilizer to all the roots. While the plant 
shows a degree of adaptation in its absorption as shown in these tests, 
it is not safe to assume that it will capture all the fertilizer wherever 
applied. 
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Fic. 2.—Possible relative rates of translocation of an element in plants with one-fourth and all their 
roots supplied with the element. 


In the preceding work it was not shown whether a plant can absorb 
a maximum amount of an element when it is available to a certain 
fraction of all the roots, as the lower, upper, middle, or different parts 
of all the roots. It is to be expected, however, that the results obtained 
in this work would apply equally to this similar condition. If the idea 
is carried a step farther, it would also be expected that a maximum 
absorption would be attained only when all the absorbing cells of a root 
were supplied with the nutrient. 

If the latter assumption is correct, a maximum absorption of the 
mineral nutrients from the soil would depend on all the nutrients being 
available throughout the soil. Since the plant for the most part obtains 
its nutrients from the aqueous film surrounding the soil particles, a 
theoretically maximum absorption would be obtained only when all 
the essential elements were present in all the soil films with which the 
roots came in contact. While this is plainly carrying the results actually 
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obtained pretty far afield, some of these assumptions appear to be sub- 
stantiated by other work, the results of which it is hoped to present 
later. 

The results of the preceding work have some bearing on the law of 
minimum. The curve in figure 1, showing the percentage of the maxi- 
mum absorption of nitrogen attained when different percentages of the 
roots are supplied with nitrogen, has a form similar to that which 
Mitscherlich claims for the minimum curve (7, 8). The formula de- 
duced by Mitscherlich for the way in which plant growth increases 
with increase of the minimum factor is— 

log. (A-y)=log. (A-a)—K. x. 

x is the vegetative factor present in minimum. In our case it is the 
percentage of roots in the complete solution. 

y is the yield obtained for any value of x. In our case it is the total 
amount of the element absorbed by the plants with any portion of the 
roots in the complete solution. The amount of the element absorbed 
is expressed relative to 100, as in Table XXII. 

A is the maximum yield obtainable, under the conditions, by increase 
of x. In our case A will be the absorption attained when 100 per cent 
of the roots are in the complete solution. This is taken as 100 in each 
experiment. ; 

a is the yield obtaining without any addition of x. In our case a 
is obviously always O, as there can be no absorption of the element 
when no roots are supplied. 

K is a constant, “the differential factor.” 

By the substitution of the values obtained in Experiment I, as shown 
in Table XXII, the equation would be— 


log. (100-77)=log. (100-0)—K. 50 
K.=0.0128 


By the use of the data of.experiments on the absorption of nitrogen 
and phosphorus afforded by Experiments I to VI in Table XXII, the 
following values for K were obtained: ! 


0.0128 
.OIII 
.0108 
.o118 
.0128 
.0128 
.0132 
.0138 


Average value, 0.0124-+ 0.0003 





1 The values for the absorption of potash were not used on account of the probable partial replacement 
of potash by soda. Using the data for iron absorption in Experiments IX and X, the values for K are, 
respectively, 0.0087, 0.0097, and 0.0084, average 0.0089. The fact that a different value for K was obtained 
in the experiments on iron absorption does not mean that the formula fails to hold here, but merely ex- 
presses the difference, already noted, between the absorption of iron and nitrogen or phosphorus. 
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The value for K is sufficiently constant to create a strong probability 
that Mitscherlich’s mathematical expression (7) represents the relation 
between the quantity of roots supplied with an element and the amount 
absorbed. The results may therefore be taken as further proof that 
Mitscherlich’s formulation of the law of minimum is correct for ideal 


conditions. 
SUMMARY 


Tests were conducted in water cultures to see whether a plant could 
absorb a maximum amount of one mineral element which was supplied 
to only part of the roots if all other essential elements were supplied to 
all the roots. The absorption of nitrogen with rice and corn and of 
phosphorus, potassium, and iron with rice was tested in this way, one- 
half the roots being maintained in a nutrient solution lacking one of 
these elements. Tests were also conducted, varying the portion of roots 
in the complete and incomplete solutions. 

The results show that, under the conditions described, the plant does 
not absorb a maximum amount of the element, and the fewer the roots 
supplied with the element, the smaller the total amount absorbed. This 
applies when the total amount of the element supplied is equal to or in 
excess of the needs of the plant. A curve was plotted showing approxi- 
mately what portion of the maximum absorption can be expected with 
any fraction of the roots supplied with the element. With nitrogen and 
phosphorus the total amount absorbed by plants with half their roots 
in the complete solution was 0.76 of that absorbed by plants with all 
their roots in the complete solution. The similar figure for potassium 
or iron was 0.66. Increasing the concentration of the element in ques- 
tion in the complete solution did not appreciably alter the results. 

The amount of the element absorbed per gram of roots increased 
greatly as the number of roots in the complete solution was diminished. 

The results are explained on the basis of the rate of utilization and 
transference of the elements in the plant. : 

Attention is called to the bearing of these results on the method of 
applying fertilizers. 

The results obtained agree with Mitscherlich’s formulation of the law 
of mimimum. 
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